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Date: June 37, 1950 


From: The Firewel Co., Inc, 


“<< “Montractan =. 
- 25X1A9a 


(Contracting Officer) 


Tee re a) 
ie Woe ee nie oR —— eee 
1° F9022 Gasket 50 206 3.00 
2 F9028 Diaphragm 50 12,87 643,50 
3 F9029 Spring | 50 524 12,00 4 - 
4 F9030 Orifice Assembly 50 1,51, 75456 eee 
5 FS5000-15 "O" Ring Silicone 50 208 4,00 4 
4 
; TOTAL: $738,00 
; 


* 


| Delivery: As Soon As Possible { 


Prices are fair and reasonable and thiz 
Exhibit is hereby approved, 


Contractor warrants prices conform to the 


$ 738.00 rrice formula in effect to date of the 


Exhibit, 


SIGNED: 25X1A9a 


25X1A5a1 


(4184) 


Sem SIGNED: 
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